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UNITED STATES DEPARTMENT OF AGRICULTURE 

\ 

CASE NO. ' , 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

i t ‘ ^ 

/ l 


VIOLATOR 

OFFICIAL WARNING 

VIOLATION OF FEDERAL REGULATIONS 

Leon Walthall / Peggy Van Huss 

71-A-1134 

ADDRESS (Street, City t Stole, Zip Code) 


21010 Hwy. 16 

Siloam Springs, AR 72761 


The Department of Agriculture has evidence that on or about JllflS 28, 2010 3nd Janusry 19, zOUQ , you 
or your organization committed the following violation of Federal Regulations: 


Section 2.40(b)(2) Attending Veterinarian and Adequate Veterinary Care (Direct) 

failure to provide veterinary care to animals in poor condition 

Section 3.1(c)(3) Housing Facilities, General 

failure to clean and sanitize surfaces with which the dogs come in contact 

Section 3.9(b) Feeding (Direct) 

failure to maintain food receptacles clean and sanitized, and to ensure that 
there is no molding or contamination of the food 
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Fort Collins. CO 80526 
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